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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, September 7, 1961 





Meeting called to order by Chairman Col- 
lins Thornton at 3:00 P.M. 


Members present: Fox, Heggie, Peck, 
Thornton, Turney, Inspector Dell. 
Crh BO C7 me 

Absent: Denfield. 


Inspector Dell reported that City Council 
had acted favorably on recommendation of 
Plumbing Board as of meeting October 27, 
1959, namely to change fixture fee to read 
as State Code, which is as follows: 


a. 50 cents per fixture 


b. Stacks and vents -_....-..-.-..- no charge 
c. Permit: fee: 2202 eee $1.00 
a. Inspection ..<.<...2. 22S _. $1.00 
e. Extra inspection ~~... --Wu $1.00 


Meeting adjourned 3:55 P.M. 


Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 
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